ARTICLE 11 ZONING BYLAW AMENDMENT/ GARAGE 

ENTRANCE LOCATIONS 

To see if the Town will vote to amend the Zoning Bylaw in Section 6.18 by adding, at the end 
thereof, the following words: 

Notwithstanding any other provisions of this section or this bylaw, no front entrance of 
any garage facing the front lot line shall be located less than ten (10) feet from the line of 
the required front yard setback in the R-0, R-1, R-2, R-3, and R-4 zoning districts and 
one, two, three family houses and duplexes where permitted in any other zoning district. 

or take any action related thereto. 

(Inserted at the request of Wynelle Evans and ten registered voters) 



